THE  CHAPEL  AT  MADIGAN  GENERAL  HOSPITAL 
Tacoma,  Washington 

is  interdenominational  and  is  adapted  to  serve 
the  spiritual  needs  of  patients,  military  personnel 
of  the  hospital  and  their  dependents.  It  has  a 
seating  capacity  of  150  as  well  as  space  for 
wheel-chair  patients. 
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